STATE LABORATORY WISH LIST 2011 


PRtOStry 

ITEM 
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'ammmmmmm 

fcABORATORv' 

1 

LC/MS 

i 

Instrument 

Dependent 

$300K 

Drug Laboratory 

2 

VWR VistaVision Upright Compound Microscope, 
catalog #82026-616 

2 

$1,301.87 

$2,603.74 

Drug Laboratory 

3 

VWR VistaVision Polarized Light Kit, catalog # 
82026-456 

2 

$33.64 

$67.28 

Drug Laboratory 

4 

Mettler Toledo Analytical Balance, Model AB104- 
S/FACT, Cat. #11278-446 

1 

$2,231.58 

$2,231.58 

Drug Laboratory 

5 

Mettler Toledo Analytical Balance, Model AB204- 
S/FACT, Cat. #11278-448 

1 

$2,516.28 

$2,516.28 

Drug Laboratory 

6 

Hp LaserJet P4515X 

2 

$2,000 

$4,000 

Drug Laboratory 

7 

Hp LaserJet P3015dn 

3 

$450 

$1,350 

Drug Laboratory 

8 

Oster Dryer 

2 

$372.86 

$745.72 

Drug Laboratory 

9 

Computer Software Upgrade for System 4 GC/MS 

1 

$3,177.00 

$3,177.00 

Drug Laboratory 

10 
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13 






TOTAL 





$316,691.16 


Folk OIG PRR 007852 



















